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MINIMAL AWARD - CHARTS TT. SMTrnw 


C. Recommendation of the Executive Secretary 

1. Not in line-of-duty . 

2. $50.00 award baaed on Intangible Benefits (SLIGHT/EXTENDED). 

D. Decision of the Cha irman 

STATINTL 


8 July 1964 

Date ” 

8 July 1?64 - Disapproved an award because considered to be a convenience 
of employees, not government. 
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30 June 1964 


SUMMARY AND RECCMM EN DATI ON FOR THE CHAIRMAN 

SUGGESTION NO. 64-151: dated 20 January 3.964 

Electrical Technician, GS-9 
GS-7 


A. Summary of Suggestion 

PRESENT METHOD: An inspection procedure on the R-390 Receiver 
requires a check of all bands for spurious oscillations by tuning 
through, the 1000 positions of the KC -tuning range, once for each of 
the 32 me range positions. This is accomplished by hand with a twist- 
ing motion of the wrist, due to the design of the tuning knob. 

PROPOSED METHOD: Suggesters proposed that a simple eccentric 
crank be placed on the KC tuning knob. The crank can be constructed 
in approximately 1 1/2 hours from any suitable plastic material. The 
suggesters used 3/8 inch thick inexpensive plastic cut as per the at- 
tached drawing. The yoke fins behind the knob with the screws loose; 
by placing the unit over the knob, the posts slip into the notches on 
the tuning knob. When the screws are tightened, -the yoke moves for- 
ward and the crank is locked in position. 

B. Summary of Evaluation 

OC-E states Ih^lhismodifi cation is in use at the Test and In- 
spection facility and has proven to be effective. It 

reduces the time required for testing by 10 to 15 minutes per unit. 

This unit was built in the shop during normal working 

hours, and although not a directed project, i t is consi dered job re- 
lated. All test procedures and jigs used at undergoing 

continued improvement; however, this particular slight improvement 
deserves an award because the problem might never have been uncovered 
except for the technical curiosity of these suggesters. These tech- 
nicians are not responsible for re-designing the equipment — they are 
responsible for keeping it in working order. 

The Office of Communications considers this to be in the SLIGHT/ 
LOCAL category. 

C . Recommendation of Executive S ecretary 



1. Not in line-of-duty. 

2. $50.00 award based on Intangible benefits (SLIGHT/ LOCAL). 
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30 June 1964 


SUMMARY AND RECOMMENDATION FOR THE CHAIRMAN 


SUGGESTION NO. 64-166: 


dated 28 January 1.964 



Personnel Security Officer, GS-12 


A. Summary of Suggestion 

Suggester designed a fonn for adoption and distribution to all 
reviewers for the Security files. This form lists the names, file 
numbers, and distinguishing data to enable the reviewer to identify 
the subject. This means that when a file is received with an action 
request, if it is not identical with the individual named in the re- 
quest, but the names are similar, a review of the form will more than 
likely lead to the file needed. 


B. Summary of Evaluations 


1. Form 2239, "Similar Subject File Notice," was adopted by the 
Office of Security in May 1964. All branches of Security Records Di- 
vision use the form. Chief, Clearance Branch, states that in review- 
aS ln ^ ^investigation Program, there are numerous cases 
with similar names. Also, we are beginning to hire the sons (who are 
Juniors /of older staff employees. Chief, Clearance Branch, PSD/OS, 
estimates that about 40 professional personnel in the Division use the 
form. Alien Affairs Staff, Security Research Staff, and OSD/Off ice of 
Security agreed to use the fo::ra in their work. 


2. OTR, Medical Staff, and DDP/R1D stated the form could not be 
used to advantage in their file and record procedures. 

C. Recommendation of Executive Secretary 

1. Not in line-of-duty . (Suggester is a Personnel Security Offi- 
cer. He is not responsible for designing forms . ) 

2. $50.00 award based upon Intangible Benefits (SLIGHT/LOCAL). 


D. Deci sion of Chairman 
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SIMILAR SUBJECT FILE NOTICE 

THE USE OF THIS FORM IS TO RECORE' THE EXISTENCE OF MORE THAN 
ONE SUBJECT FILE WITH A SIMILAR OR SAME NAME. 


1. SUBJECT 

FILE NUMBER I "''PE CASE 


DATE AND PLACE OF BIRTH 


2. SUBJECT 


FILE NUMBER 


DATE AND PLACE OF BIRTH 


4. SUBJECT 


FILE NUMBER 


DATE AND PLACE OF BIRTH 


‘YPE CASE 



PREPARED BY 


CONFIDENTIAL 


EXCLUDED FROM AUTOMATIC 
DOWNGRADING AND 
DECLASSIFICATION 
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30 June 1964 


SUMMARY AND RECOMMENDATION FOR THE CHAIRMAN 


STATINTL 


SUGGESTION NO. 64-202: 


dated 17 March 



Electronic Machine Operator, 


GS-4 


A. Summary of Suggestion 

The suggester proposed that whenever a small amount of prints are 
to he washed dally (500 or less), in the minicard processing operation 
of NPIC, that a standard garden hose irith perforations be used to achieve 
an ideal wash. (The former practice had been to immerse the prints in a 
sink that had a poor exchange of water and no agitation.) 

B . Summary of Evaluation 

NPIC reports that the suggestion was adopted in March 1964. The 
suggestion is applicable to the minic«ird processing operation which 
is a small-size photo processing actiirity but is not applicable to 
larger photographic laboratories. The significance of this suggestion 
is that no one else appreciated the need for better agitation in wash- 
ing minicard enlargements. The suggester* s solution is extremely simple 
and inexpensive; he used scrap hose already available in the minicard 
laboratory. 

C. Recommendation of Executive Secretary 

1. Rot in line- of -duty. 

2. $25.00 award based upon the Intangible Benefits scale (SLIGHT/ 
LIMITED). 
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